HARKS?  PiiRBORONGH  URBAN  DISTRICT  COUNCIL 


1. 


ABRIDGED  ANTJUAL  REPORT  OF  MEDICAL  OFFICER  OP  imj/EK 
AND  sanitary  INSPECTOR  FOR  1 940 


■ 

i/e  have  tho  honour  to  present  an  abridged  report  for  the  year  1940 
as  requested  by  the  -M ministry  of -Health, 
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GEiSRAL  statistics. 
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GcL  •  •  9  f  t  •  9  •  9  9  9  9  9  9  9  999 

Population  ^1939)...  •».  . • . 

Number  of  inhabited  houses  ...  ... 

Rateable  'Value  •  • .  ...  ...  ... 

Sun  represented  by  penny  rate . 


4,771  acres 

9,417 
2,949 
£  64,137 

£249 


The  cliiof  industries  in  the  District  remained  materially  the  sane 

as  in  peace-time, 

•  -  f  *  *  ■  rf ■'  4  f 

ns.  f.  reception  area  for  evacuation  the  population  of  the  District  has 
increased  very  considerably,  and,  as  laryo  numbers  of  persons  keep  coming  and  yoi on, 

•  no  stable  figure  for  population  is  possible.  During  1940  the  increase  varied,  roughly, 
from  l/l Oth  to  l/prd  or  more  of  the  normal  population.  I’. is  put  an  increased  strain 
urn  on  the  ScY/ayc  Disposal  '.Yorks  but  the  plant  has  stood  up  to  the  strain  successfully. 

Hostels  and  requisitioned  houses  for  evacuated  persons  numbered  23  in  the 

year  1940. 
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77-TAL  STATISTICS:  .  It  is  impPAsiblc  to  produce  any  reliable  fi.qure  for 
birth  and  death  rates  owiny  to  the  continually  chair, iny  population,  and  the  difficulty 
in  deciding  who  boloay  to  the  district  and  to  the  absence*  of  many  on  Active  Service. 


■The total  number  of  births  in  tho  District  was  132,  which  is  appreciably 
hi  "her  tnan  the-  average;  the  majority  of  confinements  occurriny  amongst  evacuated 
women  took  place  outside  tho  area  -  in  a  maternity  hospital  -  and  are  not  included  in 

this  fiyuro. 


The* deaths  numbered  179,  which  is  considerably  above  the  normal  number. 
-  o  deaths  due  directly  to  enemy  action  accurrod  in  the  District. 
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Live  Births  Lo^itmnato 

.  illegitimate 
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Still  Births 
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Total. 

140 

8 


152 


69 

6 


77 


£  B 

71 

2 


75 
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Deaths 


179 


Deaths  from  Fucfp oral  Causes  ...  ... 

Deaths  of  Inf  suits  under  one  year,  of  aye 


•  •  • 
•  •  • 


96 

•Nil 

6 


8  3 


Other  fi,  *urcs  fer  Vital  Statistics  must  await  tho  reception  of  the 

Registrar  General’s  fi  pres. 


HEALTH  SERVICES. 


Hospital  and  ambulori.ee  facilities  remain  unehaip  ;ed.  In  addition  to  the 
existing  staff,  a  nurse  is  employed  for  a  clinic  for  evacuated  school-children  and  a 
Health  Visitor  for  evacuated  babies# 

IIATERITTY  AID  CHTT.D  PBT.V/.TPA  . 

...  1 

In  addition  to  the  clinic  foi*  resident  mothers  and  children,  a  second 
clinic  has  been  instituted  for  evacuated  mothers  and  children  which  has  one  session 
evory  week  and  is  conducted  by  a  doctor  and  the  evacuee  health  visitor,and  voluntary 

lady  helpers. 

A  <3ny  nursery  has  been  started  for  infants  of  mothers  v/ho  yo  to  work  and 
l  snore  us  also  a  sick— br.y  for  children  with  scabies  or  iiapcti  *o. 
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Si\10S^Hr- 'OIRCIMSTAira  QF.  THE  AREA. 

WATER,  Three  samples  from  the  supply  main  and  four  from  individual  ■wells  wore 
anal;-sed  during  the  year.  These  were  all  satisfactory  save  one  from  No. 7  Well,  an 
auxiliary  supply  which  had  hcen  standing  donaant  for  some  time.  After  being  punpod 
out  tor  a  week,  subsequent  analysis  produced  a  good  report. 

There  was  a  considerable  increase  in  the  consumption  through  the  year,  the 
addition  of  three  or  four  thousand  in  population  accounting  for  this*  At  certain 
times  it  was  not  possible  to  keep  the.  service,  reservoirs  full,  as  the  demand  exceeded 
the  capacity  of  the  trunk  main  to  deliver.  The  wells  kept  at  their  average  level  and 
shortage  was  occasioned- only  by  reason  of  a  restricted  ‘main  Capacity,  Surveys  wore 
mado  "with  a  view  to  the  -provision  of  an  additional  trunk  main,  and  this  and  possibly 
a  booster  pump  scheme  are  now  under  consideration. 

*  •>  e  «  »  y  v  •  a 

There  have  been  no  additions  or  extensions  of  supplies  or  mains  during  the 

yoar» 

The  nccessaiy  mains  and  connections  have  boon  made  and  pumps  obtained  to  use 
River  '.Tolland  water,  filtered  and  chlorinated  through  the  Public  Baths  Plant,  in  case 
of  serious  emergency.  A  list  of  all  existing  wells  has  also  been  recorded. 

A  copy  of  tho  result  of  the  .analysis  .and  Report  of  the  Leicestershire  County 
a  ted  21st  August,  1940,  regarding  the  last  sample  from  the  town  main,  is 

appended 

Appearance  in  2ft,  tube  . .  Clear. 

Odour  . . . .  Nil. 

n.oao caon  pK  7.1  (Slightly  Alkaline). 

Hardness  . .  ~ 


Parts  per 

Grains  pc 

100,000 

Gallon 

free  and  Saline  Aamonia 

o,  003 

0. 0021 

Albuminoid  Ajinonia 

0e  009 

0.0063 

Chj.orine  in  Chlorides 

2.0 

1.4 

(Equal  to  Chloride  of  Sodium) 

3.3 

2.31 

Nitrogen  in  Nitrates 

0,5 

0.35 

0 xygen  absorbed  in  4  hours 

~ 

~ 

Remarks: Colif om  organisms  absent  from  10  o  c’s. 

Opinion:  The  analysis  shows  this  to  bo  a  fair  sample  of  water 
suitable  for  drinking, 

fifty-eight  houses  are  supplied  with  water  from  25  private  wells,  and  the 
remainder  are  connected  to  the  public  piped  supply.  All  private  well 3  were  sampled 
for  tho.  detection  of.  pollution,  and  proved  satisfactory  with  one  exception.  In  the 
latter  instance,,  appropriate  measures  were  taken  to  remove  the  source  of  pollution. 


DBA 
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L  au-.A_r.il 


and 


No  alteration  or  extension  of  the  system  was  carried  out.  Pirns  are  being 
prepared,  however,  for  a  relief  outfall  sower  between  tho  lower  part  of  the  town  and 
the  disposal  works,  to;  other  with  some  proposals  for  enlarging  the  capacity  of  the 
latter  to  meet  tho  large  inoreaso  in  flow  brought  about  by  tho  considerable  riso  in 

popul  at  i  Olio 


CLOSET  AccamiTriON, 


Shir  by»ono  nowwatcr  closets  were  connected  to  the  se«veragc  system.  The  to  to] 
number  in  tho  district  whs  thereby  increased  to  approximately  3»960* 


PIBLIC  CTxTANSTNG, 


r  Conditions  in  this  service  continued  on  similar  lines  to  the  previous  year. 
g,o47  tons  of  refuse  wore  delivered  .to  the  Destructor,,  and  good  progress  was  made  in 
the  salvaging  of  various  rX-tcrials. 


SAKIOARI  IhSPECTION  OF  tit;  t 
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»  uo.-^laints  reccivo-d  and  inVestir.'ated  „  V . . 
■Defects  ahd  nuicaiKJos  ' dcrJ-t  v/itii 
f”.  i  Rifor.ial  notices-  served 
Statutory  "  " 


9  •  •  9 
•  •  •  • 


ft  ©  ft  © 
ft  ft  t>  ft 

e  o  c  o 


•  o  •  o 

•  •  •  * 
n  «  c  ft 

o  •  ®  • 


e  e  o  o 
ft  •  «  c 

©  ft  •  • 
•  •  •  • 


A  •  t>  n 
ft  ft  ©  o 

ft  e  •  ft 

•  •  •  ft 


77 

299 

186 

1 


Inspections:  - 
•  - — —  -  • 

•  Dwelling iho uso s  (all  purposes)  .... 

Tonis',  vans  etc.  '-(human  habitations )  •  * 
P.onion&l  Slauphtir-houso  •  * . ,  ,,,, 

Pood  promises  .... 

Dairies  amd  Cov/shods 
Offensive  Trades  .... 

Animal  Keeping;  a . . . 

factories  etc.  f . . . 

Othor  preraisos 


.... 
•  ft  •  • 
ft  o  ft  • 


*8  f- 


•••ft  • • 4 • 

....  •  oe  ,  .  r.i 

-'Am  *xoil boiuierJ:) 


ft  ft  •  o 
•  •BO 
0  ft  ft  ft 
ft  ft  ft  o 
ft  ft  ft  ft' 
ft  ft  ft  ft 


ft  ft  ft  ft 

•  ft  ft  ft 

•  ft  ©  ft 
ft  ft  ft  ft 
ft  ft  ft  ft 

•  ft  ft  ft 
ft  ft  ft  ft 

r .  1  4 

•  •  •  • 

•  •  •  • 


A  •  ft  ft 

•  ft  •  ft 

ft  ft  ft  ft 
ft  •  ft  ft 
ft  •  ft  ft 
ft  •  ft  ft 
ft  •  ft  ft 
ft  ft  ft  ft 
ft  •  •  ft 


1st  Visit s. __  Revisits. 

357 


i  rt.  bZL  .  -;g0 


410 

1 

1 

16 

16 

5 

1.8 

43 

108 


6l3 


4if8 

2 

33 

1 

7 

49 


897 


Sfttft  ft  ft  o  • 


’  D^olli^'-houso-a:  -  .  . 


CJ  ► 
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Repairs  etc  effected 
Dusjiuns  pexvidcfl  .... 
Unfit  house  closed  ;... 


ft  •  ft  ft 
'ft  *  «  o 


P< 


7  •  •  •  •  • 

hftt/c/i  •  ino.  !«Oja  u  ci  . 

factories  etc^  -  • 

f  1  “ 

•  •••  ftftftft  •  ft  ft  4-  ft  «  •  ft  ft  ft  «  + 

Defects  remedied  ....  .... 

iwans  of  escape  in  ease  of  fire: 

Provided  or  improved 
Certificate  issued 

j-oOCu  O  I:  ‘  Qi 

-iscellaneoue.  Ruisances__etc-  <  -  » ..  • 

Drain,  defects,  attended  to  . .  . , 

Off  ensive  accumulations  removed 
Infestations  of  rats  and  mice  dc-at  vdth 
Other  defects  remedied  * .  . . 

m" i.  in  .  2t># 

.  Disinfection  and  Disinf  e^olnnp  -  - 

Infected  rooms  fumi-ated  .... 

Torainous  rooms  treated  .... 
a  articles  of  bedding,  clothin  cue  : 

Steam  disinfected  «. 

Destroyed  .  , , , 

Other  articles  disinfected  '  . .  ....  ae.. 

(notes the  increased  number  of  articles  was  lar  'cl>: 
duo  to  work  in  connection  with  Dvacuation 
.•  .  and  *».R.P.  Services). 

^capmal^ JfL 4sse s  of  Premises  ond  'Occupations  subject  to  Control  : - 
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ft  ft  ft  ft 

43 

f 
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ft  ft  ^  0 

c  n  •  • 

1 

ft  ft  ft  ft 

•  ft  •  ft 

a  •  o  « 

2 

ft 

c  a  •  a 

«  »  t»  0 

ft  •  •  ft 

2 

or*. 

•  ft  ft  ft 

0  O  ft  ft 

1 

• 

o  ft  O  G 

ft  ft  0  ft 

ft  ft  ft  ft 

13 

<>  ft  0  ft 

ft  0  ft  o 

•  •Oft 

9 

.t  ’with 

ft  ft  ©  ft 

ft  ft  •  ft 

27 

f  O  ft  ft 

9  ft  e  • 

ft  •  e  • 

26 

ft  ft  ft  ft 

•  •  •  ft 

•  •  •  c 

131 

ft  ft  ft  ft 

• 

ft  •  ft  9 

ft  o  ft  • 

32 

ft  ft  •  a 

ft  •  C  ft 

ft  ft  ft  ft 

1,926 

o  #  o  • 

ft  «»  ft  ft 

ft  ft  ft  ft 

85 

g  o  o  ft 

®  c  .  . 

•  ft  ft  ft 

617 

ft  *  i  • 
»  »  *  * 

ft  ft  ft  * 


4  %  ft  ft 

ft  •  ft  ft 
ft  ft  ft  ft 


J*  %  ft  • 

♦  ft  ft  ft 


.  •  ri c u  cn  Cons ent  tc.c  st abli shment  renews d 
Contravention  of  Bye-luws  dealt  with 
Numocr  in  District  at  end  pf  ■’■car  : 

Subject  to  written  Consent'  ....  .?„7. . „ 
hot subject  to  yad't’tcn  Cfoiisqnt,  .  . . 


c*soo9<r«ftoa 


Fish  Fricr0 

4 


Rap  C:  Bone 

Dealer. 

1 

1 

1 

O 


%  ft  •  ft 


rich  0  0i>  ?lsh  ?ricr  Glased  to  bo  subject  to  written  Consent  on  30th  September. 
iJJM*  Y1  aocordwoinith  Section  107  of  th6  Public  Health  Act  1936.  plication 
testae*  ^xnistiy  of  health  for  an  Order  authorisin'.;  the  continuation  of 

dohtfSl,  but  this  "was  not  -ranted. 

:whi£2iLn '7lcL2££^dc_^boros  Pctroloum  Spirits  Carbide  of  Calcium, 

ITumfccr  of  Licences  issued 


II”-' 


P  :  -••-cciu'C  • .  r,/od  o,  t,...-.  _ _ 

humoor  of  iiioences.  tioansf  erred. . 


ft  n  ft  O  ft 

o  a 


aun  cp^ri  oft 

i 

34 

1  - 


■** 


ft  ft  ft  • 


•  •  •■  ft 


Sv.’ir.niiy-,  Bath. 


4. 


Tho  only  one  in  the  District  is  a  covered  Swinrnin;;  Bath  owned  by  the  Council*  Tho 
wa ter  purification  plant  continued  to  function  efficiently  and  daily  tests  woro 
rx.de  by  the  Manager.,  One  sample  of  the  water  was  baotorioloyioally  examined  and 

the  result  was  satisfactory. 

•  it  k,  «  L  •  *  "  ^  ‘  I 


HOUSING* 


Twenty  houses  have  been  cropped  by  private  enterprise  durin  :  tho  yoar.  Tho 
total  number  constructed  since  l£i ja  whon  buildiny  operations  woro  resumed  after  the 
Great  'far,  is  now  'iQ47>  representing  .more  than  one-third  of  tho  housing 

accommodation.  of  the  area.  .  _ _  . .  .  , 


#  c  *  r.  m 

1  Ins-poet  ion  of  r  . --Houses  during  the  .year*  .... 

...»  .»»  >  ♦  •  •  •  • » •  •  •  * ' 

(1 )  (a)  Total  nrmiber  of  dwellin.  '-house s  inspected  for  housin': 

defects  (under  Public  Health  or  Housing  Acts)  **•* 

(b)  Number  of  inspections  made  for  tho  purpose  •  •••• 

—  (2)  (a)- -Numb or  of  dwelling  houses  (included  under  sub¬ 

head  (l)  above)  which  were  inspected  and 
recorded  under  the  Housing  Consolidated 
Key  illations,  1 925  and  1 932. ...  ••••  •••• 

(b)  Number  of  inspections  mado  for  the  purpose  •  •••• 

Number  of  dwelling-houses  found  to  be  so 
daily  orous  or  in juries  to  health  as  to  be 
unfi 'c  x or  numan  habitation* •*»  •  •  •  »  .  .  • «  •••• 

Number  of  dwollixiy-housos  (exclusive  of  those 
referred  to  under  the  prccodiny,  sub-hoo.d)  found 
not  to  bn  in  all  respects  reasonably  fit  for 
hurx.n  habitation 


•  •  •  • 
•  ••• 


(?) 

(b 


•  ••• 
•  •  I  • 


•  •  •  • 


•  •  •  • 


• l »• 


2*  Z-.  tft  during  tho  year  witliout  Service  of  Formal  Notices  s  - 

Numb'.:’  of  defective  dwelling-houses  rendered  fit 


Numb'  r  of  defective  dwelliny-housos  rendered  fi 
in  con  sequence  of  informal  action  by  the  Local 
Authority  or  their  officers*  •• 


It  •! 


»  •  »  t  t  •# 


•  Ml  t  I  •  f 


3-  Action  order  Statutory  Powers  during  the  year  * . 
4*  mousing  Act*  193^  —  Part  XV  —  Overcrow^  ngt  — 


r'vd.ng,  to  tho  difficulties  of  tho  present  situation*  it 
has  not  boon  possible  to  avoid  overcrowding,  in  certain 
instances,  but  every  effort  has  been  made  to  provide 
for  the  health  and  welfare  of  the  inoroasod  population* 
and  special  attention  has  boon  given  to  individual  eases* 


126 

182 


29 


29 

Nil 


INSPECTION  AND  SUPERVISION  OF  FOOD. 


^.Supply?  - 

»  a  iJv1 

,  •  &  -  X L 

.  j  »  / 

,v5 

V  (X  o'.-  v- 

Trade. 

•  .. 

Ho* 

on  Register* 

Cowkeepors  -only  » •> » .  .... 

•  •  •  • 

»•  • . 

•  Ml 

3 

Retailors  errl.y  .... 

•  1  •  • 

•  •M 

•  Ml 

5 

Retailors  and  cov/kcopers  •• 

•  1  M 

la  a  • 

•  1  •  • 

7 

Pams  ami' other  Premises  •• 

•  a  M 

III! 

•  •  1  • 

22 

The  following  XAconces  have  been  issued  under  the  Milk  (SpociaJL 

Designations  }  Order,  1 556  &  13381 

"Pastiiuri sod’1  Milk  ,  ....  .... 

’'Tuberculin  Tested”  Milk  (Dealers)  •  .... 

"Tuberculin  Tested"  Millc  (supplementary)  *. 

Milk  Gram  liny;  « 

ilafbpr  of  samples  taken  Nunber 
f o :c  b '10 1 oriole ^ ;ioeJL  Satisfactory* 

examinations* 


•  ••I 

•  III 
MM 


Class. 


Designated, 

Ordinary 


8 

6 


7 

6 


1 

3 

1 

Number 

Unsatisfactory. 

1 


The  unsatisfactory  sample  was  of  milk  from  another  area,  and  the 
-Licensing  authority  concerned  was  notified  of  tho  result. 


Defects  remedied  at  doirios  and  oovshods  •••• 


•  Ml 


•  •  •  • 


« 


1 


Moat  and  Other  Poods;  - 

The  throe  slau .  :ht or-ho uses  fomirr  one  buildin*;  and  ownod  by  the 
Council,  v.'cro  enlarged  and  commenced  to  operate  in  January  as  a  Regional  Slaughter¬ 
house  under  the  Ministry  of  Food.  Durin  .  the  period  iron  core sencomont  until  the  and 
of  the  year,  9*386  animals  v;orc  slau  htcred  there.  All  meat  ms  examined  and  the 
total  quantity  condemned  as  unfit  for  human  consua  tion  mounted  to  13  tons  7  cr.rfc3, 
3  qrs.  5  lbs. 


Go  res  so, s  Inspected  egad  Condemned. 

Cattle  Sheep 

excluding;  Cows.  Calves  and  Pirns, 
cows  Lambs 


Number  killed  and  inspected 

1035 

197 

265 

7034 

855 

All  diseases  except  Tuborculosis 

Whole  carcases  condemned  .... 

9 

4 

4 

109 

2 

G.arcr  sos  of  -  filch  some  part  or 

or  an  v  r>  condemned  .... 

2  95 

34 

2 

172 

13 

Percent'.  ;•  of  t he  number  inspected 

affect  '  '..ith  disease  otlicr  than 

Tuberculosis  .... 

29*37 

21.32 

2.36 

4*  00 

1*75 

Tuberculosis  only  : - 

ITholo  care  .sc a  condemned  ... 

5 

a 

- 

mm 

*-• 

Carcases  of  v.h.ich  some  part  or 

oryar.  v?as  condemned  .... 

51 

57 

1 

mm 

29 

Percents.;  0  of  the  number  inspected 

affected  mith  Tuberculosis 

5*41 

22.8/;. 

0.38 

- 

3*39 

Other  food  submitted  for  examination  and  condomno 

d  anc unted  to  372  lbs. 

Defects  remedied  at  Food  Promises  .... 

•  •  •  • 

•  •  •  • 

17 

Slau-htor  of  Animals  Act  1933  ’• 

Licences  issued  ....  .... 

•  •  •  t 

t  •  t  • 

2 

Licences  rcnov/cd  . « •  •  .... 

•  •  I  ♦ 

*  »t  • 

16 

QTHMi 

ACTIVITIES 

« 

0  tiler  duties  carried  out  by  the  Sanitary  Inspector  include  the  foil  coin",:  ~ 

Chief  hill e tin; ;  Officer  for  the  reception  of  evacuees,  continued 
from  hoc  previous  year  until  April  1940. 

Officer  in  charge  of  furnishing  a  considerable  number  of  empty  properties 
and  vacant  rooms  for  the  accomodation  of  evacuees  fror.i  Septenber  to  the 
end  of  the  year. 

Gas  Contamination  Officer  for  tloc  Decontamination  of  food  contaminated 
by  poison  ;as. 


INFECTIOUS  DISM-SMS: - 


Scarlet  Fever 

•  •  •  • 

•  •  •  « 

lilt 

l««l 

57 

Diphthcrir 
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Erysipelas 
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lilt 
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2 

The  cnideiaic  of  Scarlet  Fever  occurred  in  the  be  inniny  of  the  year,  and 
the  infection  vas  imported  by  evacuated  cliildrcn*  Durin  •  February  and  March  there 
v.t.s  a  vc  17;  v.idoly  spread  epidemic  of  Goman  Measles  and,  later  in  the  year,  from 
September  to  December  there  were  over  300  eases  of  Measles# 


Ten  no w  eases  of  pulmonary  tuberculosis  -.vcrc 
pulmonary.  There  va.rc  tlircc  deaths  from  tuberculosis. 


notified  and  one  of  non- 


Yours  faithfully, 

GILJdMS  T.  SCOTT, 

Medical  Officer  of  Health, 
BERNARD  G. ELLIOTT, 

Sanitary  Inspector* 
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